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October 5, 1979 


TO: Board o£ Directors 

FROM: William P. Daigle 


SUBJECT: Brand List for Market Sample 24 Pickup 


Pickup for,the new market sample is scheduled to begin 
October 24, 1979. Enclosed is the new brand list for market 
sample 24 which updates the market sample 23 list by the 
following changes. 

Only one brand was deleted or listed under a new name': 
Pall Mall, extra long menthol. 

New or renamed brands are: Aspen, king menthol and 
extra long menthol; Brookwood, king menthol; Kent IV, extra 
.1 long; Kool Milds 100's, extra long menthol; Kool Interaa- 
K tional, extra long menthol hard pack; Pall Mall Light 100 f s, 

- extra long menthol; Vantage Ultra Light, king; and Virginia 

Slims Lights, extra long hard pack and extra long menthol 
hard pack. 

Brands appearing on both market sample 23 and 24 lists, 
but not tested with market sample 23 are: Decade, extra long; 
Hi-Lite, extra long hard pack; and Lark IX, king. 



William P. Daigle 
Assistant Director 
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